According to the Paperwork Reduction Act of 1 985, an agency may not conduct or sponsor, and a person is not required to respond to. a collection of infOTmation unless 
it displays a valid 0MB control number. The valid 0MB control number for this information collection is 0579-0036. 'Hie time required to complete this information 
collection is estimated to average 2 hours per re^>onse, including the time for reviewing instructions, searching existing data sources, gathering and maintainirrg the data 
needed, and completina and reviewing the collection of Information. 

0MB APPROVED 

0579-0036 

This report is required by law (7 U.S.C. 21 43). Failure to report according to the regulations can result in an order to cease and desist I Interagency Report Control 
and to be subject to penalties as provided for in Section 21 I No. 01 60-0OA-AN 

Fiscal Yean 2009 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

_J 

REGISTRATION NUMBER: 73-V-0001 

Customer Number: 1367 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include ZIP Code) 

okiahomacityVAMc Dept, of Veterans Affairs 

921 N E 13th St PPTit'T'pl 0‘F‘fTf'P 

Oklahoma City, OK 73104 Umce 

r, 810 Vermont Ave. NW 

Telephone: (405)270 5170 

^agh^not-nn. DC 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teardiing, or experimentation, or held forthese purposes. Attach additional sheets if I 

necessarv.) 1 


FACILITY LOCATIONS (Sites) See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addHional sheets ifnecesaary or use APHIS FORM 7023A.) 


A. 

Animals Covered By 
The Animal 

Welfore Regulations 

k. 

Number of animals 
being bmd, 
conditioned, or held 
for use in teaching, 
testing, experiments, 
research, or surgery 
but not yet used for 
such purposes. 

C. 

Number of animals 
upon which 
teaching, research, 
experiments, or 
tests were 
conducted involving 
no pain, distress, or 
use of pain-relieving 
drugs. 

D. Number of animals upon 
v^ich experiments, 
teaching, research, 
surgery, or tests were 
conducted invoiving 
accompanying pain or 
distress to the animats 
and for which 
appropriate anesthetic, 
anatgesic, or 
tranquitizing drugs were 
used. 

E. Number of animats upon which teaching, 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
benquINzing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures produang pain or distress on 
these animals arid the reasons such drugs 
were not used must be attached to this report.) 

F. 

TOTAL NUMBER 

OF ANIMALS 

(Cols. C + D E) 

4. Dogs 

10 


25 


25 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8 Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 

0 


18 


18 

12. Other Farm Animais 












13. Other Animats 

























ASSURANCE STATEMENTS 

T^'''^rofen!onSli^!c3ptabirrtandartrgoven5ngtt!eTarBrn«atment^n7us^If^n!maisjI^^ 

actual research, teaching, testing, suryery. or experimentation were followed by this research facility- 


2. ) Eac^ principal investigator has considered alternatives to painful procedures. 

3. ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator 

and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC approved 
exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4. ) The attending veterinarian for this research facility has appropriate authority to ensure the provisions of adequate veterinary care and to oversee the adequacy of o^r aspects of animal care and 

use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
IChM Bx 0 eutlv OMcv (C.E.O.) or Ltgtfy /t9Mponmlbh Inmtitu^ontl OfEeM (1.0.)) 

I .lA,.!.-..,.- . 


DATE SIONEO 

NOV - 5 ?009 J 


(b)(6)(b){7)(c) 




